Comer LD.# PER I-17 
MONUMENT RECORD 


STATE OF INDIANA~COUNTY OF MONROE 


Section: 21S, Township:___8 NORTH Range: __1 WEST | 
Monument Description & Remarks: .R. SPI IN 


2" BELOW GRADE MARKING THE SOUTHWEST CORNER OF SECTION 21 









Recovery Tie Drawing 





RR. SPIKE 








B= 9 MAG NAIL IN POWER POLE 
c= METAL POST 
D= MAG NAIL IN 30° TWIN GUM TREE 







E=6 TOP BOLT OF FIRE HYDRANT 
NORTH EDGE OF.GAS METER COVER 
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CHURCH LANE 






Section Comer: R.R. SPIKE 
Northing:__1405996.611 Easting: __5108119.082 
State Plan Coordinate (NAD83 Survey Feet, Indiana West Zone) 






I, Eric Lee Deckard, here by certify that this document was prepared under my direction 
in accordance with the provisions of Section 17-3-64-4 through 17-3-64-8 of the 
Cade, helng Acts of 1965, Chapter 319: this 4th day of NOVEMBER ,2004 A.D, Ss 
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Corner I.D. # 


MONUMENT RECORD | PERRY 


I - 17 





STATE OF INDIANA - COUNTY OF MONROE 


Section 21 , Township 8 NORTH , Range _ 1 WEST 


Monument Description & Remarks: RAILROAD SPIKE IN @ CHURCH LANE 


2" BELOW GRADE MARKING THE SOUTHWEST CORNER OF SECTION 21 


Recovery Tie Drawing . 


COLLEGE RD. 
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A. RR. SPIKEIN ¢ CHURCHLN. 2" BELOW GRADE 
| B, MAGNAIL WISHENER & SIGN IN 12" PWR POLE 
SS TR TW PW, DIST 17.8" tf 
C. CHAIN LINK FENCE CORNER 8 65E, DIST 65.2" & 
D. MAGNAIL W/SHINER IN 30" GUM TREE (DOUBL 


5 74'W, DIST.44.0° 
CHAIN LINK ~~ FE. TOP BOLT OF FIRE HYDRANT N78 W, DIST 1052 


e At Corner 


FENCE F. NORTH EDGE OF GAS METER COVER 
§ O03 W, DIST 185° 
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Not To Scale 





State of Indiana , | 8 
pace 
County of _. __ MONROE Reserved For 
: Recording > 
I, _STEVEN V. FARKAS » hereby certify Officer 


that this document was prepared under my direction in 
accordance with the provisions of Section 17-3~-64-4 
through 17-3-64-8 of the Indiana Code, being Acts of 1965, 
Chapter 319; and the above data is given under my hand and 
geal this day of » 2Q A.D. 





Indiana Registered Land Surveyor No. or | Field Book: 





United States Government Agency 
« , . . 0 : ; . 
Title oy , , : 








MONUMENT RECORD 
State of Indiana - County of Monroe 


Section: 21 Township: 8 North Range: 1 West Corner ID: Per I-17 


Monument Description & Remarks: SW corner of section - found Railroad Spike in centerline of Church 
Lane, marked with orange paint, and 3" below road grade. Reference survey (copy filed ) by Doug Curry, 
R.L.S., recorded in Book No. 3, Page 315, in the Monroe County Recorder’s Office. 





RECOVERY TIE DRAWING 
Field Book 97-03 Page No. 42 L 
| 


















USGS Clear Creek Quad re 






e At Corner 
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Church Lane 





barb wire 


chain link 


A - Railroad Spike in centerline Church Lane 





B - North 75 degrees West, 104.93' from RR spike 
Fire hydrant, SE flange bolt with “+” 





C - North 05 degrees West, 18.06' from RR spike 
PK nail in 12" powerline pole 
Survey marker sign set 3' up 


Not To Scale 
D - South 65 degrees East, 39.68' from RR spike 


“Xx” on comer post of gas line station Compass Bearing Magnetic North 


I, Kevin P. Enright, Monroe County Surveyor, hereby certify that this document was prepared under my 
direction in accordance with the provisions of Section 36-2-12- a THO Code; and the above data is 
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given under my hand and seal this 27t} day of October, 1997 
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